STATE MOTOR LODGE 
2 Blocks East Highway Junction 54 & 66. 
TUCUMCARI, NEW MEXICO 
19 New Modern Units 

Panel Ray Heat - Foam Rubber Mattresses 
and Inner Springs 
AIR-CONDITIONED 
YOUR HOME AWAY FROM HOME 
Mr. & Mrs. W. L. Crotty, Owners & Operators. 




Nationwide Post Card Co., Arlington, Texas. 
In Dallas see Sam Sabor, 7420 Red Bud Drive 
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